
CHANGE 

DEFENSE INTELLIGENCE AGENCY HEADQUARTERS, DEFENSE 

REGULATION NO. 60-18A INTELLIGENCE AGENCY 

WASHINGTON, D.C. 20301 
4 May 1976 

POLICY 


INTELLIGENCE SUPPORT TO THE EXECUTIVE 
OFFICE OF THE PRESIDENT 


DIAR 60-18, 16 April 1975, is changed as follows: 

Change all references to "DP-3" (including the OPI in the lower left corner) 
to "SC-4." 

FOR THE DIRECTOR: 


OFFICIAL: 


wftviiyo. hc 

Colonel, USA 
Assistant Deputy 
for Services 



Director 


D. P. HARVEY 
Rear Admiral, USN 
Chief of Staff/Deputy Director 
for Management and Plans 


DISTRIBUTION B 
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OPI: SC-4 


